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ORIGIN COME-OO 

INFO OCT-01 ARA-10 ISO-OO EB-07 /018 R 

DRAFTED BY COMM/BIC/OED/SIPS/FECROSLEY/SG 
APPROVED BY EB/OCA/CM/JJREILLY 
COMM/BIC/OED/SIPS/SSLEON 
COMM/BIC/OED/OBOD/RECOHEN 
STATE/ARA/NC/SPATERSON 
ARA/ECP/KRICHARDSON (INFO) 

041133Z 068405/23 

R 032332Z JUN 77 
FM SECSTATE WASHDC 
TO AMEMBASSY CARACAS 

UNCLAS STATE 128970 

E.O. 11652: NA 


Message Text 


TAGS: BEXP.VE 

SUBJECT: PRODUCT OPPORTUNITY - 800 KV TRANSMISSION LINE 

REF: CARACAS 4639 

1 . FISHBACK AND MOORE INTERNATIONAL CO. DISTRESSED OVER 
ABSCENCE OF THEIR CONSORTIUM AMONG THOSE IDENTI- 
FIED REFTEL. 


2. FISHBACK AND MOORE ADVISED SIPS IT JOINED BY 
CONTRUZIONE, METALLICHE, FINSINDER (CMF) OF ITALY; 

MARINELLI CONTRACTORS OF ITALY AND PASUAL OF 
VENEZUELA. FISHBACK AND MOORE SUBMITTED PREQUALIFICATION 
JULY 1976. 

3. WOULD APPRECIATE POST INQUIRING WITH EDELCA AND ADVISE 
SIPS. 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 128970 


4. FYI: FISHBACK AND MOORE KNOWN AS ONE OF LARGEST U.S. 
ELECTRICAL CONTRACTORS WITH EXCELLENT REPUTATION AND 
KNOWLEDGIBLE OF U.S. ELECTRICAL EQUIPMENT SUPPLIERS AND 
CAPABILITIES. FISHBACK AND MOORE BELIEVES NATURALLY ITS 
CONSORTIUM OFFERS STRONGEST QUALIFICATIONS. CHRISTOPHER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 03-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977STATE1 28970 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BIC/OED/SIPS/FECROSLEY/SG 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 99-1 273 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9770691 /aaaadbzg. tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 18a44685-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 CARACAS 4639 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 20-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2281436 
Secure: OPEN 
Status: NATIVE 

Subject: PRODUCT OPPORTUNITY - 800 KV TRANSMISSION LINE 
TAGS: BEXP, VE 
To: CARACAS 
Type: TE 
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